HOW TO USE THE 4S LIGHT REDUCER 


This filter is a ‘‘4-stop”’ filter which, in effect, reduces the 
3000 speed film to a 200 speed film for use outdoors. 
Without this filter, it is not possible to take correctly_ 
exposed pictures on bright days, because your camera will 
not “close down” far enough to prevent over-exposure. 
Using the Light Reducer has the same effect as setting 
the camera 4 numbers higher. With the filter in place 
exposure settings will be the same-as they would be for a 
film with speed of 200. At the point where pictures begin to 
turn out slightly dark with the filter in place, remove 
the filter and-add three numbers_to the previous setting. 


It also acts as an additional light seal, and should be kept 
in place at all times outdoors whether camera is open or 
closed. (Except for Model 110A.) 


MODELS 95, 95A, 95B, 100, 
150, 700, 800. Simply press the 
filter over the lens. ring; making 
sure that the I-B knob is covered 
by the filter mount extension. This 
is most important, because the 
filter mount seals a possible light 
leak at the I-B knob. The filter also 
adds further light seal protection 
through the lens. The camera will 
close with the filter in place. Leave 
it on the camera at all times when 
camera is used outdoors, 


MODELS 110 and 110A. 
Remove the outer rubber ring from 
the filter, turn it over, and re- 
assemble it to the filter ring. Then, 
simply press the filter over the 
lens ring of your camera. Filter 
must be removed from the Model 
110A in order to close camera. 


MODELS 80 and 80A. 
Remove the outer ring and discard it. 
Place filter itself directly on camera. 


ATTACHING THE POUCH: The 
4-S Light Reducing Filter is fur- 
nished with a pouch which can be 
attached to the camera, making a 
convenient place to store the filter 
when you are taking indoor pic- 
tures. You can attach the pouch 
to the camera in a tripod hole, or 
use the slits in the back to attach 
it to the strap, whichever you prefer. 
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